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death in 1761 no less than 3,495 of these circulating schools
had been organized, and by 1777 the number had risen to
6,465. But the scheme was mismanaged by his successors,
and his schools died out towards the end of the eighteenth

, century, to be replaced by the Sunday schools which from
the very beginning increased rapidly in Wales,